88      DOCKETED ITEMS

-9004160190 Responds to listed concerns that plant Tech Spec requirements could be
met while actual diesel fuel condition could cause significant problems re diesel gen-
erator operation & problem could be generic,per 900308 memo.
CALVO JA Technical Specifications Branch. 90/04/06. LIAW.B.D. TVA Projects Divi-
sion (890101 -900602). 1 p. 59135:203-59135:203.

9109090038 Forwards amends 152 & 142 to licenses DPR-77 & DPR-79, respectively &
SE & notice of partial denial of amend.Amends change TS to incorporate overtime
limit guidance provided in generic Itr 82-16.

LABARGE.D.E. Prolect Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 91/08/22. NAUMAN.D.A. Tennessee Valley Authority. 4pp. 59040:118-
59040:162.

-9109090040 Amends 152 & 142 to licenses DPR-77 & DPR-79,respectively, changing
TS to incorporate overtime limit guidance provided in generic Itr 82-16.
HEBDON.FJ.  Project  Directorate  H-4  (formerly TVA Project Directorate)  (Post
900603). 91/08/22. 34pp. 59040:122-59040:155.

-9109090043 Safety evaluation supporting amends 152 & 142 to licenses DPR-77 &
DPR-79,respective!y.

* Office of Nudear Reactor Regulation, Director (Post 870411). 91/08/22. 5pp.
59040:156-59040:160.

-9109090048 Notice of partial denial of amend to OL & opportunity for hearing.NRC
concludes that portion of licensee request re changing title of line mgt Staff person

-9109260114 Proposed tech spec change 88-03 revising setpoint info re low-temp
overpressure protection sys.
* Tennessee Valley Authority. 91/09/18. 11pp. 59217:141-59217:151.

9109260192 Forwards changes to Nuclear QA Plan (TVA-NQA-PLN89-A,Rev 1) re com-
mitment to ANSI N18.7-1976/ANS 3.2 as endorsed by NRC Reg Guide 1.33,Rev 2 &
commitment to ANSI N45.2.2 as endorsed by NRC Reg Guide 1.38,Rev 2.
WALLACE.E.G. Tennessee Valley Authority. 91/09/23. Docu

cannot be granted.
HEBDON.FJ.  Prpje

Project  Directorate  H-4  (formerly TVA Project Directorate)  (Post
900603). 91/08/22.2pp. 59040:161-59040:162.

9109030240 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech
Spec Change 91-11,revising TS sections re plant safety lim'rts,Limiting Condition for
Operation 3.0.3, ECCS accumulators & auxiliary feedwater sys.
WILSON,J.L Tennessee Valley Authority. 91/08/23. Document Control Branch (Docu-
ment Control Desk). 2pp. 58953:085-58953:104.

-9109030241 Proposed Tech Specs re plant safety limits, Limiting Condition for Oper-
ation 3.0.3,ECC$ accumulators & auxiliary feedwater sys.

* Tennessee Valley Authority. 91/08/23. 18pp. 58953:087-58953:104.

9109050298 Provides requested info re Alternate Analysis Review Program Phase II
Pipe Support Deflection Criteria for 4 & 6 inch pipe.

WILSON.J.L Tennessee Valley Authority. 91/08/26. Document Control Branch (Docu-
ment Control Desk). 9pp. 59027:350-59027:358.

9109050343 Application for amends to Licenses DPR-77 & DPR-79, consisting of Tech
Spec Change 91-09,deleting containment radiation monitors.
WILSON.J.L Tennessee Valley Authority. 91/08/27. Document Control Branch (Docu-
ment Control Desk). 4pp. 59031:090-59031:123.

-9109050351 Proposed Tech Spec Change 91-09 re rev of containment radiation moni-
tor requirements.

* Tennessee Valley Authority. 91/08/27.31pp. 59031:093-59031:123.

9109030148 Constitutes util statement of intent to have adequate funds available when
necessary for decommissioning activities associated w/byproduct matl license 41-

NAUMAN.DA Tennessee Valley Authority. 91/08/28. Document Control Branch
(Document Control Desk). 4pp. 58952:337-58952:340.

9109080017 Application for amends to Licenses DPR-77 & DPR-79, consisting of TS
Change 91-03,increasing allowed outage time of 7 days for centrifugal charging
pumps as applied to TS for reactivity control & ECCS requirements.
WILSON.J.L Tennessee Valley Authority. 91/08/28. Document Control Branch (Docu-
ment Control Desk). 2pp. 59033:001-59033:045.

-9109080019 Proposed Tech Specs re reactivity control sys & ECCS subsystems.

* Tennessee Valley Authority. 91/08/28.43pp. 59033:003-59033:045.

9109100193 Forwards seven requests for relief from ASME Section XI re hydrostatic
pressure test requirements.Request submitted to support facility pressure test sched-
ule for Cycle 6 refueling outages.

WILSON.J.L Tennessee Valley Authority. 91/08/30. Document Control Branch (Docu-
ment Control Desk). 17pp. 59083:037-59083:053.

9109170309 Application for amends to Licenses DPR-77 & DPR-79, consisting of TS
Change 90-01 .incorporating new RCS pressure temp limits based on Reg Guide
1.99,Rev 2 methodology.

WILSON.J.L Tennessee Valley Authority. 91/09/06. Document Control Branch (Docu-
ment Control Desk). 3pp. 59140:011-59140:104.

-9109170311 Proposed Tech Specs revising RCS pressure temp limits.

* Tennessee Valley Authority. 91/09/06. 30pp. 59140:014-59140:042.

-9109170313 "Heatup & Cooldown Limit Curves for Normal Operation, Sequoyah Unit

CHICOTS.J.M.. RAY.N.K., MEYER.T.A. Westinghouse Electric Corp. WCAP-12971.
91/06/30. 34pp. 59140:071-59140:104.

9109130180 Forwards Amends 153 & 143 to Licenses DPR-77 & DPR-79, respectively
& safety evaluationAmends would revise snubber visual exam requirements to be
consistent w/guidance in Generic Ltr 90-09.

LABARGE.D.E. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 91/09/10. NAUMAN.DA Tennessee Valley Authority. 3pp. 59112:290-
59112:315.

-9109130183 Amends 153 & 143 to Licenses DPR-77 & DPR-79,respectively, revising
snubber visual exam requirements,per Generic Ltr 90-09, "Alternative Requirements
for Snubber Visual Insp Intervals & Corrective Actions."

HEBDON.FJ. Project Directorate H-4 (formerly TVA Project Directorate) (Post
900603). 91/09/10. 21pp. 59112:293-59112:313.

-9109130188 Safety evaluation supporting Amends 153 & 143 to Licenses DPR-77 &
DPR-79,respectively.

L^f^LWf** Reactor Re9ulat'on' Director (Post 870411). 91/09/10. 2pp.
59112:314-59112:315.

9109280113 Application for amend to licenses DPR-77 & DPR-79,revising setpoint info
for tech spec change 88-03 re low-temp overpressure protection sys.
WILSON J.L Tennessee Valley Authority. 91/09/18. Document Control Branch (Docu-
ment Control Desk). 3pp. 59217:138-59217:151.

(Document Control Desk). 9pp. 59235:130-59235:138.

Document Control Branch

Q. Inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp, 58923:091-58923:159.

9109160027 Discusses insp repts 50-327/91-14 & 50-328/91-14 & forwards notice of
violation.

EBNETER.S.D., MILHOAN.J. Region 2 (Post 820201). 91/08/19. NAUMAN.DA Ten-
nessee Valley Authority. 5pp. 59097:159-59097:165.

-9109180035 Notice of violation from insp on 910602-0703.Violation noted:on 910531
licensee erected wooden structure through emergency control room pressure bounda-
ry door C-54 which prevented reestablishment of control room pressure boundary.
EBNETER.S.D. Region 2 (Post 820201). 91/08/19. 2pp. 59097:164-59097:165.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109180039 Ack receipt of 910820 Itr in response to NRC 910701 NOV re violations
noted in insp repts 50-327/91-08 & 50-328/91-08. Response meets requirements of
10CFR2.201.

WILSON.BA. Region 2 (Post 820201). 91/08/22. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 59097:220-59097:222.

9109160100 Ack receipt of 910805 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-327/91-10 & 50-328/91-10.

WILSON.BA Region 2 (Post 820201). 91/08/23. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 59098:059-59098:061.

9109160029 Forwards insp rept 50-327/91-16 & 50-328/91-16 on 910722-25. No viola-
tions noted.

WILSON,BA Region 2 (Post 820201). 91/08/28. NAUMAN.DA. Tennessee Valley
Authority. 4pp. 59097:166-59097:199.

-9109180041 Insp repts 50-327/91-16 & 50-328/91-16 on 910722-25.NO violations
notedMajor areas inspectedrobservation & evaluation of annual emergency prepared-

WRIGHT.F.N.,' RANKIN.W.H. Region 2 (Post 820201). 91/08/23. 34pp. 59097:170-
59097:199.

9109130180 Forwards Amends 153 & 143 to Licenses DPR-77 & DPR-79, respectively
& safety evaluation.Amends would revise snubber visual exam requirements to be
consistent w/guidance in Generic Ltr 90-09.

LABARGE.D.E. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 91/09/10. NAUMAN.DA Tennessee Valley Authority. 3pp. 59112:290-
59112:315.

-9109130163 Amends 153 & 143 to Licenses DPR-77 & DPR-79,respectively, revising
snubber visual exam requirements.per Generic Ltr 90-09, "Alternative Requirements
for Snubber Visual Insp Intervals & Corrective Actions."

HEBDON.FJ. Project Directorate H-4 (formerly TVA Project Directorate) (Post
900603). 91/09/10. 21pp. 59112:293-59112:313.

-9109130168 Safety evaluation supporting Amends 153 & 143 to Licenses DPR-77 &
DPR-79.respectively.
* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/10. 2pp.

9109240048 Forwards exam rept 50-327/91-300 for both units on 910819- 23.NRC un-
derstands that concerns re operator training in fuel handling resolved in telcon on

WILSON.BA Region 2 (Post 820201). 91/09/11. NAUMAN.DA Tennessee Valley
Authority. 4pp. 59172:196-59173:057.

-9109240058 Exam rept 50-327/91-300 for both  units on 910819-23.Exam exam
results:one reactor operator & all senior reactor operators passed both written & oper-
ating exams.
RAPP.C. Region 2 (Post 820201). 91/09/10. 200pp. 59172:200-59173:057.

9109240084 Forwards insp repts 50-327/91-19 & 50-328/91-19 on 910728-0831.No
violations or deviations noted.

WILSON.BA Region 2 (Post 820201). 91/09/11. NAUMAN.DA Tennessee Valley
Authority. 4pp. 59173:130-59173:151.

-9109240070 Insp repts 50-327/91-19 & 50-328/91-19 on 910728-0831.No violations
or   deviations   noted.Ma.jor   areas   inspected:plant   operations.plant   maint.plant
surveillance.LER closeout & followup on previous insp findings.
HOLIAND.W.E.. LITTLE.W.S. Region 2 (Post 820201). 91/09/10. 18pp. 59173:134-
59173:151.

9109300072 Forwards safeguards insp rept 50-327/91-20 & 50-328/91-20 on 910828-
29.No violations noted.

WILSON.BA Region 2 (Post 820201). 91/09/12. NAUMAN.DA Tennessee Valley
Authority. 4pp. 59225:111-59225:115. Co. 2pp. 59107:225-59107:237.
